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All DOE classification guides in effect on November 30, 1978, will continue 
in effect under Executive Order 12065 until revised or cancelled. Topics 
concerning National Security Information in DOE classification guides will 
be interpreted as follows until further notice. (Note that this does not 
apply to topics on Restricted Data or Formerly Restricted Data.) 


Declassification Schedule EO 11652 Declassification Markings EO 12065 
1. Advanced Declassification 1. Declassify on date/event as 
Schedule - date/event specified. 
2. General Declassification 2. Declassify on (date): 
Schedule (GDS) a. TS -- 10 years 
b. S -- 8 years 
c. C -- 6 years 
from date of origin of new 
document. 
3. Exempt from GDS (XGDS), Declas- 3. Declassify on date/event if 
sify on (date, event, indef.) less than 20 years (30 years 


for foreign government infor- 
mation (FGI)). 

Otherwise review on date 20 
years (30 years for FGI) from 
date of origin of new document. 


We would appreciate it if you would pass these instructions on to 
appropriate organizations in your agency. 
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Please contact Jill Elliman (353-3636) or Eric Bragg (353-4748) if you 
have any questions on this matter. 
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Office of Classification 
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